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~ [iJD/SAT# 


2 3 NOV 1966 


MEMORANDUM FOR: Assistant Deputy Director for Research and 

Development, DDS&T 

SUBJECT : Meeting of the OMS Psychological Consultant 

Panel 


25X1 A 


By vay of confirming conversation -with of our 

office concerning the meeting 29 and 30 November of our Psychological 
Consultant Panel, we have set aside the period at 1500 hours 29 
November for you. This will be in the OMS Conference Room, ID-4021. 


25X1 A 


Attached is a small brochure with the entire agenda and brief 
biographies of the four consultants who will be present. 


We are very grateful that you will be meeting our Panel and 
feel sure they too win appreciate it. 



JOHN'R. TIETJEN, M.D> 



Director Oof Medical Service! 


25X1 A 


Attachment : 
Brochure 
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AGENDA 

FOR 

MEETING OF THE PSY CHO LOGICAL CO NSULTA NT PANEL 
OFFICE OF M ED I CAL SERVI CES 
29-30' NOV EMBER 1Q66 


29 November (All meetings in Conference Room, lD-t02l) 


25X1 A 


0900 

0930 


Introduction (d/MS) 

Organization of the Central Intelligence Agency 


OTR) 


1030 

1130 

1230 

1345 

l4oo 

lh3D 


The Assessment and Evaluation Staff (c/AES) 
The Support Services (dd/s) 

Luncheon (Executive Dining Room) 
Administration 

The Agency Personnel Program (DB/Pers) 

The Intelligence Directorate (d/0RR) 


1500 - The Directorate of Science and Technology (Asst DD/R2 .T>/ddS&T) 

1530 - The Clandestine Services (c/OPSER) 

1600 - The Agency Training Program (D/T: r) 


30 November (All meetings at 4l2, 1000 Glebe Road) 

0900 - Assessment Approaches 

Research Approaches 
Special Activities 



1200 

I. too 


Luncheon (Downtown with professional members of AES) 
Informal Discussions with AES 


1630 


Conclusion and Plans for Next Meeting (c/ASS) 
Farewell Remarks (d/ms) 


25X1 A 
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